ART MUSEUM. 


SECOND FLOOR. 


Total Area on Second Floor including space occupied by 


wall cases. 
Sup. Feet. 
620 
830 
Galleries West of Quadrangle - ~ - 830 
560 
3,168 
North-West Gallery — - - - - - - 4,477 
Western Gallery - - - - - - 6,157 
S. W. Pavilion - - - - - - - 1,156 
S. W. Gallery - - ik ae - - - 3,355 
WA, Pavihon. + - ~ - - - - 1,156 
W. Central Gallery - - - - - - 4,390 
1,750 
Central Galleries - - - - - ~ 2,070 
1,750 
E. Central Gallery - - - - - - 4,390 
E. C. Pavilion - - - - - ~ - 1,156 
5. E. Gallery - - - - - - - 3,355 
S. E. Pavilion - - - - . - - 1,156 
Storage over Dyce and Forster Rooms - - - 2,600 
z Art Workrooms—7oo each - - - - - 1,400 


Total - 46,326 


ART MUSEUM. 


FIRST FLOOR. 


Total Area on First Floor including space occupied by 


wall cases. 
Sup. Feet. 
North Corridor- — - : ; he ca: 6,000 
Galleries - : ‘ No. 40 Ls : 530 
” : : ; » GOA : ‘ ; 594 
' ’ : : » 4l ‘ ; , 779 
4 Se ee is AEA a Se 820 
r : : é », 42 ; : ‘ 779 
ms e2 Sees ie GB es es 820 
r ees. » 43 584 
r ee ae » 434 3 pie 615 
N. Gallery - is OS : : : 4,461 
Gallery a ae : : : 2,655 
fe ae 1», 26 Rg ake 455 
9 - - é ye OF : : “ 2,655 
Pavilion, — - 2 ; ae. ; . 1,156 
S.'W. Gallery - ; el 2 : : 3,200 
Pavilion - : : se : : : 1,156 
W. Central Gallery - a: 8 ; : ‘ 2,961 
ee 3 ‘i ‘ ar 32 : : - 2,961 
Pavilion ‘ > aS . > . 1,156 
. i. Gallery ° = : i 2 ‘ : 3,200 
Pavilion 2 “a : : - 1,156 
Long Gallery - , , . ‘ F ‘ ‘ 8,280 
Dyce and Forster Library . na Eee 2,600 
Ionides Collection and Dyce and Forster Room ~ - 2,000 
Water-Colours—Room A ‘ ; ; 3 : 2,200 
vr ‘ ee ‘ : : . : 2,500 
? re rene, % ‘ 2 : ; é 1,250 
Raphael Cartoons — - , z : : z ‘ 3,200 
Sheepshanks Collection — - i : : é é 5,400 
Jones Collection . , : : s : : 3,300 
Total - 69,423 


fo 


ART MUSEUM. 


GROUND FLOOR. 


Total Area on Ground Floor including space occupied by 


wall cases. 

: Sup. feet. 
puss Meireshwient Room <= © 26) wi ee 4,000 
mee ere so. ie gS ee ee 7,000 
Gallery ie No. 39 a ee seh & 584 
' - - = 5 ok - - - 615 

” a - rs ” 38 . ~ ¥ 779 

r ee i. SOR = ea | ie 820 

” cs - a ROE . si : 779 

” - - - go - - - 820 

, nee a eS aa oS ie 530 

r ee See ha Sac oe Sere 594 
South Corridor - -~ - - ee ee 
Gallery ee ms 38S eS te 2,175 
r sss ee » I4 oe ae 455 

rs yO ri ee ae Wie 2,055 
Pavilion ~ - - a 40 - - - 1,156 
S.W. Gallery - - Pe i . Seo 3,200 
Pavilion - - - es ts - ~ - 1,286 
W. Central Gallery - ~ 29 - me a 2,961 
E. % “ ~ a8 - - - 2,961 
Pavilion - - - Pane - - - 1,286 
5.) Ceallery. © ~~ - i oe - - ~ 3,200 
Pavilion - - - 25 ee - - - 1,156 
Long Passage -— - - wa a i ae - - 9,696 
West Hall -) =e ..-se aet ee  e e 
Central Hall eee ee ee dee aaa ote a 2,500 
East Hall - Ee ee ey ee eG ot wk ee 
N. W. Court (including Apses, etc.)-  - - - 11,940 
West Court - - - - ate - = 4,500 
West Centeal Gouri o=.. 6 oes ey eee oe 6,460 
Central Court. 66 a, Da ee Oe 4,500 
East Central Court <2: 8 <3) - ar ee, Pens 6,460 
East Court BS a Gy, hie ae sale ee og 4,500 
Architectural Court (exclusive of Central Passage) - 15,500 
South Court SO ee I Re eee Sete 
North Court ee ee ee ee ee ee ee ee 
West Cloisters - - - - - ~ - - 10,000 
East , (including Offices) - - - = 10,000 


Total - 188,362 


LOWER GROUND FLOOR. 


Total Area on Lower Ground Floor including space occupied by 


West Gallery - 


7 


Pavilion - 
S. W. Gallery “ 
Pavilion - 


W. Central Gallery 
E. Central Gallery 


Pavilion - - - 
S. E. Gallery - 


Pavilion - ~ - 


Own FS W 


Cloak Room 
Gen! Recep™ Room 


Sup. Feet. 


2,655 

455 
2,655 
1,156 
3,200 
1,156 
2,961 


felele) 
2,001 


1,156 
3,200 


1,156 


